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SUBJECT: RADIATION SAFETY 
DEPT FOR A/SY/T 

1. HENRY C. KROHN RSO ATHENS HAS RECEIVED TRAINING IN 
RADIATION SAFETY AND DEMONSTRATED HIS KNOWLEDGE OF THE 
SAFE USE OF THE HP/FAXITRON AND MINXRAY UNITS. 

2. CERTIFICATE OF TRAINING (#025) PREVIOUSLY GIVEN TO 
TSO WOLF HAS BEEN PRESENTED TO MF. KROHN. 

3. MR. KROHN HAS BEEN PROVIDED FILM BADGE AND FILM BADGE 
HOLDER FROM THOSE GIVEN TO TSO ATHENS. TATTLER HAS BEEN 
ASSIGNED. RSO WILL TEMPORARILY USE DOSIMEGER AND CHARGER 
FROM TECHINCAL SECURITY OFFICE UNTIL UNITS BECOME AVAILABLE 
FROM SY/T. 
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